























INTRODUCTION 


INTRODUCCIQN 


Dear customer. 

Congratulations on your purchase of this highly 
capable electronic calculator with various kinds 
of math function calculating abilities at one 
touch. The math function keys can also be 
utilized as a subroutine to any 4 basic func¬ 
tions. 

This high precision electronic calculator will 
serve you well for years if properly looked 
after. To handle the calculator with many 
abilities is relatively easy but we suggest you 
spend a few minutes with this instruction 
manual if you want to make full use of its 
versatile features. 


Estrmado cl rente: 

Felicitaciones por la compra de este capacrsimo 
calculator electro nico con aptitudes para 
computes de varies clases de funciones mate- 
maticas a un toque. Las tectas de funciones 
matemdticas pueden util tzarse tambiSn como 
una subrutina en cualquiera de las cuatro 
operactones basicas. 

Este calculador de alta precision electronica 
le brindara a Vd. muchos aftos de servicio st 
lo cuida debidamente. El manejo del calculador 
y sus multiples propiedades es relativamente 
facil, pero le sugerimos que dedique algunos 
menutos a la iectura del presents manual de 
instrucciones a fin de poder obtener el m6ximo 
rendimiervto. 


1/KEYBOARD 1/TECLADG 



{1) POWER SWITCH: (1) INTERRUPTOR DE ENCEIMD1DO/ 

Move the left side switch forward to start a A PAG A DO: 

calculation. Mover hacia adelante el interrupter del lado 

izquierdo y se podra empezar a calcular. 

<D 







(2> [ Q.| READ-OUT: 

Shows each entry and result, whether in the 
regular 8 digit display or in the scientific 
notation, through a Oigitron tube panel. 
Suppresses unnecessary 0‘s (zeroes} in mantissa. 

t3)©~[s], 0NUMERAL/DEC1MAL 
POINT KEYS: 

Enters numerals. For decimal places, use the 
0 key in its logical sequence. 


(4) B. B.D.B, B FUNCTION 

COMMAND AND RESULT KEYS: 

Depress the numeral and function command 
keys in the same logical sequence as the for¬ 
mula and the B key obtains the answer. 

The function command keys (E3,0,E3 or 
Q ) can be interchanged and the last com¬ 
mand is effective. 


(5)@ EXPONENT KEY: 

Enters the exponent of ten up to ±99, To enter 
2.56 x 10 M , depress ®G®®©@© . 

(6>®Pi KEY: 

Enters the circular constant in 8 digits (3.141 
5926). 


(2) 1 (fl LECTURA: 

Muestra cada entrada y resuitado, tanto en 
presentacion regular como en notacion cientt' 
fica, a traves de un panel tubular Digitron. 

Su prime ceros innecesarios en fa mantisa. 

(3) {o]~[s) f 0TECLAS DE NUMERALES/ 

COMA DE DECfMALES: 

Entran numerates. Para los lugares de decimal, 
usar la tecla ©en su secuencia logics. 


(4)H,BI.Q.E!,Bteclas de 

COMANDO DE FUNCIONES Y 
RESULT ADO: 


Pulsar las tecias de numerales y de comando 
de funciones en la misma secuencia logicade 
la formula y la tecla Qobtendra la respuesta. 
Las tecias de comando de funciones (E9,&3, 
QoB ) pueden intercambtarse, siendo e! 
ultimo comando el efectivo. 


(5) @TECLA DE EXPONENTE: 

Da entrada al exponente de 10 hasta ±99. Para 
registrar 2,56 x 10 w ( deprimir 

- 

(6) ® TECLA DE Pi: 

Da entrada a la constante circular en 8 digitos 
(3.1415926). 



(?)@SIGN CHANGE KEY: 

Changes the sign of the number displayed from 
plus to minus and vice versa. 



MEMORY PLUS KEY: 


Accumulates the number displayed to the 
memory positively. 

Obtains answers in four functions and auto¬ 
matically accumulates them into the memory 
positively. 


(9)® MEMORY RECALL KEY: 

Recalls the contents of the memory without 
clearing the same. 




UUJ 5*3 MEMORY ENTRY 

Transfers the number displayed to the memo: 
positively. 

To clear the contents of the memory, depre 





in sequence. 


(11) @ ARC KEY: 

Performs inverse trigonometric functions/in¬ 
verse hyperbolic functions in combination with 
the ©, 0 or© key. 

Performs the exponential, antiJogarithm, root, 
factorial or square in combination with the 

fte-xil or [/-x^key. 


(7) ©TECLA DE CAMBIO DE SIGNO: 

Cambia el signo del numero en la pantalla de 
mas a men os y vice versa. 

(8) @ TECLA DE MEMORIA MAS: 

Acumula en la memoria positivamente el 
numero de presentacion, 

Obtiene respuestas en cuatro funciones y auto- 
maticamente las acumula en la memoria con 
valor positivo. 

(9) (mp)TECLA DE LECTURA DE MEMORIA: 
Retrace! con ten id o de la memoria sin borrarlo. 


(10) TECLA DE ENTRADA DE 
MEMORIA: 

Transfiere el numero presentado a la memoria 
positivamente, 

Para borrar e) contenido de (a memoria, 
apretense sucesivamente. 


(11) S TECLA DE ARCO: 

Realiza funciones t ri go nom6tricas/f unci ones 
hiperb6iicas inverses en combinacion con las 
tecias©, 0a©. 

Ueva a cabo funciones exponenciafes, obtiene 
antilogaritmos, raices, factorials o cuadrados 

en combinacion con las tecias [in-e‘l r [£7i?3 _ 

o 1^*1 . 


(D 





• •• 



(72 }0 HYPERBOLIC KEY: 

Obtains the hyperbolic functions in combina¬ 
tion with the jgj, (£*) or © ke V» 

(13) 0 SEXAGESIMAL - DECIMAL 
CONVERSION KEY: 

Converts the sexagesimal figure to the decimal 
scale. 

(14}@ SINE KEY: 

Obtains the sine for the angle on display. 

(15) 0 COSINE KEY: 

Obtains the cosine for the angle on display. 

(16) 0 TANGENT KEY: 

Obtains the tangent for the angle on display. 


(17) 0i3 NATURAL LOGARITHM & 

EXPONENTIAL KEY: 

Obtains the natural logarithm of the number 
displayed. 

Works to raise the constan te to x powers when 
depressed after the® key. 

V 

(18) 0*3 COMMON LOGARITHM & 

ANTILOGARITHM KEY: 


Obtains the common logarithm of the number 
displayed. 

Works to raise 10 to x powers when depressed 


112) TECLA de f unci ones 

H1PERBOLICAS: 

Obtiene las f unci ones biperboticas en combina¬ 
tion con las teclas ©, © Q . 


(13) 0 TECLA DE CONVERSION 
SEXAGESIMAL * DECIMAL: 

Convierte guarismos de la e$ca 1 a sexagesimal a 
ie decimal. 


(14) M TECLA DE SENO: 


Obtiene el seno del angulo er> la pantalla. 


(15) 0 TECLA DE COSENO: 

Obtiene cose no del anguto de ia p resen tacion. 


(16) 0 TECLA DE TANGENTE: 

Obtfene \a tangente del anguio de la presenta¬ 
tion. 


(17) (jg3 TECLA DE LOGAR1TMOS 

NATURALES Y EXPONENCIALES: 
Obtiene el iogsritmo natural del numero pra¬ 
se ntado, 

EJeva ia constante e a la potencia x cuando se 
apreta despues de ia ted a ©. 

(18) 0B TECLA DE LOGARITMOS 

COMUNES Y ANT I LOGARITMOS: 
Obtiene el logaritmo comun del numero mos- 
trade. 

Eleva 10 a la potencia x cuando se deprime 



after the® key. 

(19) £S3 POWER RAISING & ROOT KEY: 

Works to raise the base X toy powers. 

Works to raise the base X to l/y powers when 
depressed after the ©key. 

(20) 053 RECIPROCAL & FACTORIAL 

KEY: 

Obtains the reciprocal of the number displayed. 
Obtains the factorial of the number displayed 
when depressed after the ©key. 

(211^33SQUARE ROOT 8< SQUARE KEY: 

Obtains the square root of the number dis¬ 
played. 

Obtains the square of the number displayed 
when depressed after the ©key. 


(22)0 CLEAR KEY: 


Clears entry for correction. 



ALL CLEAR KEY: 


Clears the entire machine except the memory, 
and also releases the overflow or error check. 


(24) MDKfiauo ANGULAR MODE 
f~~1W~ f SELECTOR: 

At the "RAD" (Radian!, "DEG" (Degree) or 

C5j 


detras de la ted a ©. 

M9>(*52Itecla DE elevacion A 
POTENCIA Y RAICES: 

Eleva la base* a Ea potencia y r 

EJeva Ja base x a ia potencia 1)y cuando se 

pulsa despues de ia tecla © , 

(20}053 TECLA DE RECIPROCOS Y 
FACTORIALES: 

Obtiene el recjproco del numero presentado, 
Obtiene ef factorial del numero de la presenta- 
cion cuando se apreta detras de ia tecla ©. 

(21) lW‘J TECLA DE RAICES CUADRADAS 

Y CUADRADOS: 

Obtiene la rai'z cuadrada del numero de pre- 
sentacion. 

Obtiene el cuadrado del numero en la pantalla 
cuando se deprime despues de la tecla © . 

(22) Q TECLA DE BORRADO: 


Cancels la entrada para correccciones. 


(23) 


AC 


TECLA DE BORRADO TOTAL: 


Elimina el contenido completo del calculador 
a excepcion del de la memoria, y libera tambien 
el control de rebosamiento o de error. 


(24) <*** SELECTOR DE MODO 

1 Bfr I ANGULAR: 

En la postcion de "RAD" (Radian), "DEG" 


,y GRAD" (Gradient} position, trigonometric: 
functions can be performed based on the 
angular measurement indicated by the selector. 
Answers of the inverse trigonometric function? 
can also be given in the required angular mea¬ 
surement. 


(Grado) o "GRAD" (Gradienie), pueden 
realizarse funciones trigonometricas en base a 
Ja medida angular que indica el selector, Es 
posible tambien dar respuestas a Funciones 
trigonometricas inversas en Fa medida angular 
que se requiera. 


2/IMPORTANCE 

2-1 DISPOSABLE DRY BATTERY OR 
AC OPERATION 

a) DRY BATTERY OPERATION 
With two AA size Manganese dry batteries 
(UM-3) it operates for approximately 8 hours 
continuously. 

When the display darkens, slide open the bat¬ 
tery cover and replace batteries. Be sure io 
switch off the power before changing. 


b) AC OPERATION 

Use only the AC adaptor with the same voltage 
rating (100, 117, 220 or 240V) as your supply 
to prevent component damage. If in doubt, 
ask your local dealer. Plug the AC adaptor into 

* 

the AC outlet and the cord into the calculator, 
this automatically cuts off battery power 
supply. 

* To prevent damage to the calculator, USE 
ONLY THE AC ADAPTOR recommended 
by your dealer. 


2/IMPGRTANTE 

2-1 OPERACION CON BATERIAS 
SECAS DESCARTABLES CA 

a} OPERACION CON BATERIAS SECAS 

Con dos baterias secas de manganese de tamano 
A A (UM-3) el calculador funciona por unas 8 
boras seguidas. 

Cuando se oscurezea la presen tac ion, a bra, 
desJLzandola, la tapa del portabater fas y 
reemplaceias. Asegurese de apagar el calculador 
antes del repuesto. 

b) OPERACION CON CA 

Usar solo un adaptador con capacidad para 
igual voltaje (100, 177, 2 20 6 240V) que el 
de la toma de corriente a fin de evrtar daho a 
components. En caso de duda, pregunte a! 

* 

concesionerio local. Enchufese el adapatador 
CA en la toma CA y el cordon en el calculador, 
con lo que el suministro depoderde lasbatenss 
se detiene automaticamente. 

* Para prevenir dahos a) calculador, USAR 
SO LAMENTS EL ADAPTADOR recomenda- 
do por el pro pro concesionario. 


2-2 CALCULATION RANGE AND 2-2 CAPACIDAD DE CALCULO Y 
SCIENTIFIC NOTATION NOT AC ION C1ENT1FVCA 



-9.9999 x 10” -IO 7 -1 ~10' S -10 ” 0 10 ” 10 '* 1 l0 7 9.99999x10” 



NORMAL DISPLAY 
PRESENTACION NORMAL 



SCIENTIFIC NOTATION 
NOTACION Cl ENT I FI CA 


When the answer exceeds the normal display 
capacity, it is automatically shown by the 
scientific notation, 6 digit mantissa 15 negative 

digits) and exponent of 10 up to *99, 


Cuando la respu esta ex cede la capacidad de 
presentation normal, se muestra automatica- 
mente mediante la notacion cientifica, mantisa 

de 6 digitos (5 digitos para valores negatives} 
y exponente dc 10 hasta ±99. 









-1.2345-99 


I 1 —r— J I V 
© ® d) ® 


(1^ The minus (—) sign tor mantissa 

(2) The mantissa 

(3) The minus (—) sign for exponent 

(4) The exponent of ten 

The whole display is read: —1.2345 x 10“" 

Entry can also be made in the form of scientific 
notation by using the*«lkey. 

Note that the £3 key does not work when the 
first entry (mantissa) is made exceeding 6 digits 
(5 digits, when the figure is negative). 


EXAMPLE 

EJEIWPLO 

-1.2345xlO“ a 

(——0.0012345) 


(T) El signo menos {—) para mantisa 

(2) La mantisa 

(3) Ei signo menos (—} para exponentc 

(4) Ei exponent*) de diez 

La entera presentationse lee: —1,2345 x 

La entrada puede hacerse tambien en forma de 
notation cienti'fica usando la tecla (i^. 

Se note que {a tecla @ no trabaja cuando la 
primera entrada (mantisa) pasa de 6 dfgitos (5 
digitos cuando la cifra es negative). 


OPERATION READOUT 

QPERACION LECTOR A 

1Q2345@@3® 1 —1.2345—03 1 




2 3 OVERFLOW OR ERROR CHECK 


Overflow or error is indicated by the "E. "sign 
and stops further calculation. 

Overflow or error occurs: 

1) When an answer or accumulated total in the 
memory becomes more than 1 x 10 100 . 

2} When function calculations are performed 
with a number exceeding the input range. 

Note: The content of the memory is protected 
against overflow or error and the total 


accumulated so far is recalled by the@ 
key after the overflow check is released 
by the23 key. 


2-3 CONTROL DE REBOSAMIENTO 
O ERROR 

E| rebosamiento o error se indican mediants el 

sfmboio que impide seguir ealculando. 

Occurren rebosamiento o error: 

1) Cuando la respuesta o el total acumulado 
en la memoria exccden 1 x 10 ,0 °. 

2) Al realizar calculos de funciones con un 
numero superior “a la capacidad de entrada 
de datos. 

Nota: Ei contenido de la memoria se halia 
protegido contra rebosamiento o error, 
y el total hasta entonces acumulado 
en la memoria se retrae mediante 
la tecla @ despues de haber liberado el 
control de rebosamiento con la tecla 23. 


3/BASIC OPERATIONAL 

EXAMPLES 

A negative figure is displayed with a minus (—) 
sign on the left of the figure. 


3/EJEMPLOS DE OPERACIONES 

BAS1CAS 

Una cifra negativa aparece con el signo menos 
(—) a su izquierda. 




EXAMPLE 

EJEMPLQ 

* • • • 

(1 2+3-45,6} x 89-r-7 
—389.05714 

963x{56-23}-31779 

12369x7532x74103 

=6.903$8X10'2 

(“6903680000000) 

1,234-56-78.9 

=2.78381 x 1'0 4 

(=0.000278381) 

(7.9x10 56 )-H4.6x 10 74 ) 
x( 1 .3x10 23 ) 
-223260.86. 


% 


OPERATION 

qPERACJON 


READ-OUT 
LECTU R A 


120304506089070 ["-389.0 5714 


5692309630 


3177a] 


12369D7532O741O30 16. 90368 12 


IE 



E9 



i 2.78381-04 



♦The © key changes the sign of the displayed 
number from plus to minus (or vice versa). 
To enter the negative exponent, use the@ 
key before or after entering the exponent. 


i 


♦ La tecla B Gambia el s<gno de) numcro pre- 
sentado de mas a menos ( o viceversa). Para 
antrar el exponente negatrvo. usar fa tec fa® 
antes o despu^s de haber dado entrada al 
exponente en Question. 


* 


EXAMPLE : : 
EJEMPLQ 

(—9)x2.6"(—1 2.3) 

=-11.1 


OPERATION 

op er Ac tow 


READ-OUT 
LECTU RA 


9S02[J]6012iT)3(g 



-1 1.1 1 


j(4.5xl 0 6 ) + (^7,8x 1 0 5 )S x.( 1,2x 1 0 _19 )x(— 2.3X 1 O ' 26 ) 


=-1.0267X10 ' 38 





4(715@607G8®©50 
S19©B203(gS26®J 



3720000. 


" 1.0267—38 


4/CALCULATION WITH A 4/CALCULO CON UNA 

CONSTANT CONSTANTE 


ENTRY Q O <Q8,063 , OS) EIMTRYQ.Obtains answer. 


ENTRY B.Obtains answer. 


I-,——.— -- -- --— — ■■ ■ ■—— -► Ta be set as a constant. 

ENTRADAESEHBS,£3Q ,eSa> ENTRADA B.Obtifine respuesta. 


ENTRADA Q.. . Obtiene respuesta. 


► Para fijar camo consian te, 








@ 

To renew the constant, follow the same opera' 
tion steps as above. 

The constant is released when a normal calcula¬ 
tion is performed. 


Para renovar la constsnte, seguir ios mismos 
pasos de operacibn de arrtba. 

La constante se libera at lievar 3 cabo un calcufo 
normal. 


. EXAMPLE .. . . ; 

0 PER Af ION 

read-out; 

■ EJEWIPLO- 

OPERACION 

LECTURA 

• • ^ mm 

(K) 



3+1.2=4.2 

1Q2003B 

4.2 

6+1.2=7,2 

60 

7.2 

(K) 



4-5.6—1.6 

506OO4B 

-1.6 

9-5.6= 3.4 

90 

3.4 

(K) 



456x(1 23x10 9 )=5. 6088 x 10 13 

1230900 

1.23 11 


456© 

5,6088 13 

O.Olxfl 23x10 5 ) = 1.23x1 0 9 

001© 

1.23 09 


(K) 

23-r4—5.75 
56+4=14 



5/MEMORY CALCULATION 

@®entryo<B.6J,0> entry® 

ENTRY Q<H,E9,Bi entry© 

© 


®®ENTRADADf0,B/O> ENTRAP A © 
| ENTRAP A Qf £3 .Q,Q) ENTRADA® 


m 


* When a new number is entered into the mem¬ 
ory by the ©key, the previous number stored 
is cleared automatically and the new number 
is put in the memory. 


* To accumulate a number into the memory 
negatively, change the sign from plus to minus 

a - ■. _ r ~.—. x _ __ • I 


EB 


Note: Be sure to depress @ © in sequence 

prior to starting a memory caicuiation. 


5/CALCULO CON MEMORIA 

Obtains an answer and automatically accumu¬ 
lates it into the memory positively. 

Recalls the accumulated total in the memory 
without clearing the same. 

Clears contents of the memory. 


.. .. Obtiene respuesta y automaticamente la 
accumuia en la memoria positivamente. 

.... Retrae el total acumulado en la memoria 
sin borralo. 

—► Cancels el contenido de la memoria. 


* Cuando se registra una cifra nueva en la 
memoria media nte la tecta ©, fa cifra anterior 
se borra automaticamente y la nueva queda 
en la memoria. 


* Para registrar en la memoria una cifra nega¬ 
te vame nte, cambtar el signo de rnas a me nos 
usando la tecla @antes de epretar la tecla © . 


Nota; No dejar de deprimir [°j © sucesiva- 
mente antes de empezar un nuevo cal- 

culo con memoria. 









EXAMPLE 

EJEMPLO 


OPERATION BEAD-OUT 

OPERAC JON LECTURA 


53+2=55 
+ ) 23-6=17 

72 


0®53H2@ 

2306® 

© 



3x{ 1.2x 1 0 8 J - 3,6x1 0 s 
-) 4,5x(6xlQT 3 ) = ~2.7x1 Q 14 

—2,6999x10 t4 


0®3O1Q2S8@ 
4Q5@Q6@13 


m 



3.6 

08 

-2.7 

14 

-2.6999 

14 


Note: Any number on display, whether entry 
or result, is directly accumulated into 
the memory as many times as the (fi?j key 
is depressed. 


Nota: Cualquier numera de presentacion, sea 
entrada o resultado, se acumula directa- 
menta en la memoria tantas veces como 
se pulsa la tecia © . 


EXAMPLE 

EJEMPLO 


OPERATION 

OPERADJON 


(7 8+3)+(7 8+3)—6.3 “6.3=39.4 


O®7803 






READOUT 

LECTUBA 


26, 

-6.3 

39.4 


6/FUNCTION CALCULATION 6/CALCULO DE FUNCIONES 


The math function keys can also be utilized as 
a subroutine to any 4 basic functions. 

Remark: This calculator computes as tt=3.141 

5926 and £“2.71828 respectively. 

6-1 SQUARE ROOTS & SQUARES 

The ++) key extracts the square root of the 
number displayed. 

Input range: 0 < 1 x 10 iOU 


Las teclas de funciones matematicas pueden 
tambien utilizarse como una subrutma en 
cuafquiera de ias cuatro operaciones basicas. 

Observacion: En I os calculos de este calculador, 

71=3,1415926 V £=2,71828. 

6-1 RAICES CUADRADAS Y 
CUADRADOS 

La tecl a extras la raizcuadrada de) numero 
de la presentacion. 

Capacidad de entrada dedatos: 0 ^ x < 1 x 10’ no 


EXAMPLE 

EJEMPLO 


7625 =25 

/9.12X10 52 =3.01993X10 26 


OPERATION 
OPE RAG ION 



READ-OUT 

LECTURA 


625(^+ 




3.01993^261 


3(7^3 

5E3 



1.7320508 

2.2360679 

3.9681187 



/3~+7 5 =3,96811 87 



The f/v^ kev after depressing the©key obtains 
the square of the number displayed. 

input range: |.xj< 1 x I0 sa 


La despues de haber pulsado ia tecia 

obtiene et cuadrado del numero en ia 
pantalla. 

Capacidad do entrada de datos: |;c] < 1 x 10 so 


EXAMPLE 

E4EMPL0. 1 

• •••• •• '• 





456 2 =207936 


4560 ^ 


207936. 


123+30 2 =1023 



1023. 


6-2 RECIPROCALS & FACTORIALS 

The^5}key obtains the reciprocal of the num 
her displayed. 

Input range: |jc|< 1 x IQ 1 ™, 0 


6-2 RECIPROCOS Y FACTOR I ALES 

La tecia \yx-tf 1 obtiene el reciproco del numero 
presen tado. 

Capacidad de entrada de datos: 

W<1x 0 



1 

16+4 


=0.05 


1 604 Sfe* 


0,05 


-2000000 




f 2000000. 


Thef^tf/key after depressing the ©key obtains 
the factorial of the number displayed. 

Input range: 0 ^ x ^ 69 {x: Natural number) 


La tecia i 1 /*-**] . despues de haber deprimtdo la 
tecia ©, obtiene e! factorial del numero de ia 
presented on, 

Capacidad de entrada de datos: 

0 £ x £ 69 (x: Numero natural) 



6! =720 

3+1 0’ =3628803 



6-3 POWERS & ROOTS 

Thekev works to raise the base x toy pow¬ 
ers by depressing the H key after entering the 
exponent (y). 

Input range: 0 < x < \ x 1G IQ “ 

|y| < 1 x 1G 100 

Thetxf*3key can be interchanged with any basic 

function command. 


6-3 POTENCIAS Y RAICES 

La tecia sirve para elevar la base x a la 
potencia y pulsando la tecia de Q despues de 
haber hecho la entrada del exponents (y). 

Capacidad de entrada de datos: 

0<x < 1 x 10 too ,J^| < 1 x 10 ,o ° 

La tccteSiSpuede intercambiarse con cualquier 
comando de funciones basicas. 




example 

CdEMP-LO 

123 45 -t.1 1 104X10 94 


OPERATION 

OPEBACJON 


123S345 



: READ-OUT 
LECTURA 

11.111 04 9 4 j 


9.7531 83028X10' s 

{3+2) 4 ~625 


9B7531S3 _____ 

8Q642SB r 27830 2 8~09l 

3ES2S34B f~ “ 625 7) 


Thekey after depressing the © key works 
to raise the base x to My powers by depressing 
the£| key after entering the ex$)onent (1/v). 

Input ranges 0 < a < 1 x 10' 0f> 

|.y| < 1 x 10 lQD 


La tecia , despues de haber deprimido ia 
tecia @, fimciorsa para eleuar la base Jr a la 
potencia My apretando la tecia deQuna vez 
hecha la entrada de? exponent e {My). 

Capacidad de entrada de datos: 

0<x< 1 x 10 ,0 M.y|< 1 x 10 lt)0 


EXAMPLE 

EJEMPLp 

J_ ._ 

27 3 (=y2T7)=3 


(10+5)4^=1.96799 


OPERATION 

OPERACION 


READ-OUT 

LECTURA 


27@^}3B 

10050(^340 



6-4 COMMON LOGARITHMS & 
ANTILOGARITHMS 

Thel ^M kev obtains the common logarithm of 
the numher displayed. 

Input range: 0 < x <. 1 x 10‘ no 


6 4 LOGARITMOS COMUNES Y 
ANTI LOGARITMOS 

La teda ^^ahtiene el logaritmo comCm del 
numero mostrado. 

Capactdad de entrada de dates: 

0 < A' < 1 x 10 A<, ° 


EXAMPLE 

EJEMPLO 

log 1 00000-5 


OPERATION 

OPERACJQN 


READOUT 

LECTURA 


100000 @ 



log 0.0001=-4 


QOOOIN^ 




~)XI 0-3.9794 



2.5 


0.39794 


3.9794 


key after depressing the © key raises La despues de deprimir ia tecia©, 

10 to x powers. efeva 10 a la potencia x. 

Input range: | x| < 100 Capacidad de ©ntrarfa de datos: |aJ < 100 




10 4 =10000 



f 


iqqqoTI 


5-10 3 =-995 



6-5 NATURAL LOGARITHMS & 
EXPONENTIALS 

Thekey obtains the natural logarithm of 
the number displayed. 

Input range; 0 < x < 1 x 1G 100 


6-5 LOGARITMOS NATURALES Y 
EXPONENCIALES 

La tecla^Sjobtiene el logaritmo natural del 
nftmero de la pantalla. 

Capacidad de entrada de datos: 

0<AT< 1 X 10‘°° 



lnS=2.07944 
13xln4=-i 8.021 77 


80 [ 2.07944 


1 3041i5Z)B 1 18.02177 


> 


log456-Hn456 


=0.434293 




04342938 


The iin-c’f key after depressing the @ key raises La tecla GjiifEL despues de apretar la teda®. 
the constant e (2.71828) to A' powers. eleva la constants c (2,71823) a la potencia a. 

Jnput range: | x 1 ^ 230 Capacfdad de entrada de datos: \x\£ 230 


EXAMPLE 

E4EMPLO 


e , 23 =3,421 23 


r? “8.9 — 


1.36389x10 


-4 



OPERATION 

OPERACION 


READ-OUT 

LECTURA 




3.421 23^1 



1.36389—04 



7X<? 2 =51.72342 



rii> 


•• ••• 


•• 




6 6 SEXAGESIMAL —> DECIMAL 
CONVERSION 

The © key converts the sexagesimal figure (De¬ 
gree, Minute and Second} to decimal scale. 

To convert the negative sexagesimal figure, 
depress the key following entry of degree, 
or after finishing the conversion to the decimal 
scale. 


6-6 CONVERSION SEXAGESIMAL 
—> DECIMAL 

La teciaQconvferte cifras en escala sexagesimal 
(Gr3dos, Minutos, Segundos) a la decimal, 

Para converter un numero en escala sexagesimal 
negative, apretar la tecla ££jdetras de una entra- 
da de grados, o una vez terminada ia conversion 
a la escala decimal. 


EXAMPLE 

EJEMPLO 


OPERATION READ-OUT 

OPERACION LECTURA 


1O’ 20 30' —10.341666 


10EB 

20s:: v) 


10 , 


10.333333 



trr 


10.341 666 


6-7 TRIGONOMETRIC FUNCTIONS 

The © , © , and © keys obtain each trigono¬ 
metric value of the number displayed, in case 
the degree is given on the sexagesimal scale, 
convert the figure to the decimal scale before 
performing the trigonometric functions. 


6-7 FUNCIONES 

TRIGONOMETRICAS 

Las tec! as ©, © y © obtienen cad a uno de 
!os valores trigonometricos del numero de la 
presentacion. Si los grados se diersn en la escala 
sexagesimal, convertirlos a la escala decimal 
antes de realizar las funciones trigonometricas. 


input range: 

s i rue/tarn: ;J;t| < 144Cf (8* rad, 1600 gra) 
eos*;f*| < 1350° (7Vm rad, t5Q0gra) 


Capacidad de entrada de datos: 

senx /tgx; |*j < 1440" (8?r rad, 160Dgra) 
cosv; |xf < 1350° (7Vin rad, 1500 gra) 


EXAMPLE 

EdEMPiO .. 

• 

OPERATION 

: OPERACION 

• _ 

READ-OUT 

LECTURA 

Sin63 52 41 ' 




—0.897859 

"DEG ' 1 

6 3 !:vl 5 2 fc?)41 fcd i© 

! 0.897859 

cos rad) =0.5 




“RAD" 

SO 3SS 

0,5 




tan(—35gra)=—0.61 2801 

“GRAD” 

3 5@B i 

-0.612801 

SinO.Bx cos0.4 


i 


=0.441 5805 

“RAD” 

05BOG4BB j 

! 0.44158051 


6-8 INVERSE TRIGONOMETRIC 
FUNCTIONS 

The ©key performs each inverse trigonometric 
function in combination with the©, 0or@ 
key. 

Input range: sin -, x7cos _, x;l>:( ^ 1 

tan“ J x;lJd < 1 x 10 IC, ° 


6-8 FUNCIONES 

TRIGONOMETRICAS INVERSAS 

La tecla © realiza cada una de las funciones 
trigonometricas inversas en combmacion con 
las teclas®, © o & 

Capacidad de entrada de datos: 
sen" 1 */cos'* A.*; Ul ^ 1 

tg-'x; W < 1 x 10'*’ 



r 


EXAMPLE "T 1 - 
EJEMPLO f 





OPERATION 

OPERACION 


> • 


••t 


R EA0OUT 
LECtURA 


sin _1 0.5-30 c "deg'' 

cos -1 ~-|"-0.785398rad "rad" 

< % HrTad) 


4J5@© 1 

30.1 


0.785398 

B3B 

0.2499999 


tarr'0.6127 
=31.4958* (^3T30') 


sin ^O. 8—cos“’O.7 
-7.5571 ° 


11 


deg" 




31060 



r 31.4958 ] 

(Degree) (Grados) 

^~297T48^ 

(Minute) (Minutos) 



7, 557 1 


6-9 HYPERBOLIC FUNCTIONS 

The®key performs each hyperbolic function 
in combination with the® t ® or® key. 

Input range: sinhx/coshx/tanhx;* £ 230 

S • 

EXAMPLE ••••••-.• 

ejemplo 

sin h 8.5-2457,38 
Sin hi 5x2=3269020 


6-9 FUNCIONES HIPERBOLICAS 

La tecla® (leva a cabo cada una de las fun- 
clones hiperbdiicas en combmacidn con ias 
teclas® r @ o ®. 

Capacrdad de entrada de datos: 

senhx/coshx/tghx;* £ 230 


OPERATION READ OUT . 

OPERACJON LECTURA 

8CD5®j8 1 ~ ~ 2457.38 

1 5@©Q2B F 3269020? 


6-10 INVERSE HYPERBOLIC 
FUNCTIONS 


Each inverse hyperbolic function can be per¬ 
formed by operation @ ® followed bv the 
© .C^or^lkey. 

Input range: sinh' , ^r;f^! < 1 x 10 5CI 

cosh -1 x; 1 £ x < 1 x 10 so 
tanh“ J x;{*| < 1 


6-10 FUNCIONES HIPERBOLICAS 
INVERSAS 

Cada una de las furvdones hiperbolicas inverses 
puede realizarse opera ndo ias tec las @®segu»- 
das de las ®@ o ®. 

Capacidad de entrada dc datos: 
senh’ , .t;}A:| < 1 x 10 SO 
cDsh~ J ;c; 1 x < 1 x 10™ 
tgh'^jjx} < 1 


EXAMPLE 

EJEMPLO 


OPERATION READ-OUT 

OPE RAC ION : LECTURA 


9fj2g&)@ ) 2.915291 

3 E3QQ8SS@B f 1.9028483^ 



sin h“’9.2=2.91 529 

/3 xtarth -1 0,8 
=1.9028483 




6-11 CALCULATIONS INVOLVING 6-11 CALCULOS QUE ENVUELVEN 
Pi (rr) Pi (it) 

The 59 key enters the circular constant in 8 La tecla® da entrada a fa constants circular en 
digits (3.1415926). 8 digitos (3,1415926). 


EXAMPLE 

EJEMPLO 


OPERATION 

GPERACION 


READ-OUT 
LECTOR A 


2/r = 6.2831853 


2 





6,2831853 


e-Vn —2.3999701 


1 







7/SPECIFICATIONS 

CAPABILITIES: 

Normal functions -— 4 basic functions, constants for 4 functions, chain and mixed operations, 
automatic accumulation in 4 functions, direct access to the memory, true credit balance and cal¬ 
culations involving decimal places. 

Scientific functions-Trigonometries/! n verse trigonometries either by degree, radian or gradiant. 

Hyper bo lies/In verse hyperbolics. Common & Natural logarithms. Exponentiations (Exponentials, 
Anti logarithms. Squares, Powers & Roots), Factorials, Square roots. Reciprocals, Sexagesimal/ 
Decimal conversion. Sign change, Pi entry and Scientific notation. 

CAPACITY: Input range Output accuracy 

(Entry/basic functions) 8 digit mantissa or 6 

digit mantissa plus 2 
digit exponent up to 10 ±99 . 


(Scientific functions) 
sin x f tan x 

|*|< 144(f (Btt rad, 1600 gra) 

±1 in the 6th digit 

cos* 

[A'l< 1350° OVtn rad, 1500 gra) 

(rounded-off at the 7th digit) 

n 

sin - '.* / cos’ 1 x 

\x\s 1 

t* 

tan -1 * 

\x]< 1 x 10 ,0fl 


e* 

lx] £230 

9 i 

10* 

\x\< 100 

_ ft _ 

log* / In * 

0 < ,v < 1 x 10 l<ka 

1 t 

X y 

i 

0 < -X < 1 x 10 ,Q M^]< 1 x 10 JO ° 

91 

• • 

X' 

0 <* < 1 x 10 lo °,iy|< 1 x 10 ,0 ° 

P * 


@ 


sin b ^ / cos b x f tan h x 1x1^230 



i? in the 6th digit 
(rounded-off at the 7th draft) 


sinh _, x 

UK 1 X 10 so 

_ ft 

cosh^'x 

1^x<1x 10* n 

t» 

tanh“U 

5 xi< 1 

ti 

r»W rmmmr 

S~ 

< 1 x 10 l<3 ° 

±0 in the 8th digit 

X\ 

0^*^G9 ( x; natural number) 

/ r 

Ux 

UK 1 x * 0 

1/ 

X 2 

UK 1 x 1G 50 

J# 

•> ++ 

up to second 


77 

8 digits 



DECIMAL POINT: 

negative numb 


Full floating mode with underflow, 

* 

ER; indicated by the floating minus (—\ sign for mantissa. The minus sign 
appears in the 3rd column for a negative exponent. 


OVERFLOW OR ERROR; Indicated by an ,T E ." sign, locking the calculator. 
READ-OUT: Green Digitron tube panel and zero suppression. 

MAIN COMPONENT; One chip LSI 
POWER CONSUMPTION: 0.2 W 

POWER SOURCE: 

AC 100, 117, 220 or 240V (±1QV), S0/60Hz with applicable AC adaptor. 

DC Two AA size Manganese dry batteries (UM-3) operate about 8 hours continuously. 
Two A A size Alkaline dry batteries (AM-3) operate </oout 22 hours continuously. 

USABLE TEMPERATURE; 0°C - 40° C (32°F - 104°F) 


DIMENSIONS: 

WEIGHT: 


24.6mm H x 84mm W x 145mm D 
(1" H x 3-3/8" W x 5-3/4" D) 

172g (6.1 oz) including batteries. 


7/ESPEC1F1CAC10NES 

APTITUDES: 

Funciones normales —- 4 operaciones basicas, constants para las 4 funciones, operacrones en 
cadena y mixtas, acumulacion automatic^ en 4 funciones, acceso drrecta a la memoria. balance de 
gr^dito verdadero y calculos que incluyen lugares decimefes. 

Funciones cientrficas - trigonometricas/trigonometricas inversas mediante grado, radian a 

gradients, hiperhblicas/bipeFbbbcas inversas, logaritmos comunes y naturales, funciones con 
exponentes (exponencrales, antilogaritmos, cuadrados, potencias y raices), factodales, raices 
cuddradas, reCiprocos, conversion sexagesimal/decimal, cambio de signo, eptrada de Pi y notacioh 
cientffica. 


CAPAClDADi 

(Entrada/funciones basicas) 


(Funciones cientificas) 
sen x / tgx 


Entrada de datos Precision de saTida 

mantisa de 8 dfgitos o de 
6 digitos mas exponents 
de 2 dfgitos hasta 10 199 . 


|*[< 1440° (8rr rad, 1600 gra) 
\x\< 1350° l7Vm rad, 1500 gra) 


11 en el 6' dfgito 
(redondeado al 7 C digito) 

ft 


cos X 



sen - l x l cos~ 1 x 

Ui£1 

tg" *x 

UK 1 x ID 100 


Uf£230 


UK 100 

tog x Mn X 

0 < X < 1 X 10 ,DO 

1 

o < x < i x to 100 ,]y\< i x io JCO 

x>■ 

% 

0<*< 1 X 10 ,fl M>>|< 1 X 10 ,0 ° 

sen h x f cos h x / tg h x 

1X1^230 

senh" 1 X 

UK 1 x 10 40 

cosh' ’a: 

Ig X < 1 X 10 40 

tgh ~ l x 

UK 1 

N / 

0^x < 1 x IQ 1 ™ 

-VI 

0^x^69 tx; numero natural} 

1/A' 

UK 1 x 10 i0 ° f x% 0 

X" 

UK 1 x 10 50 

Q t 

hasta los segundos 

7T 

8 digit os 


± 1 en el 6° dfgito 
{redondeado a I T digito) 


U 




>1 




±0 en el 8° digito 


>1 


COMA DE DEClMAi.ES; Modo de flote complete con bajoflujo. 

WUMERO NEGATIVO: Indicado mediante el signo menos ('**} iiotante para fa mantisa. El signo 

menos aparece en la tercera columns para un exponente negativo. 

REBOSAMIENTO O ERROR; indicado con el simbolo "E .", bloca el calculador. 


LECTURA: Panel tubular Digotron verde y supresion de ceros, 

COMPONENTE PRINCIPAL: Un bloquecito de LSI 

CONSUMO OE COR RIENTE; 0,2 W 
FUENTE DEPODER: 

CA 100, 117,220 o 240V (±10V), 50/60Hz con adapator CA aplicable, 

CD Dos baterfas secas de manga neso de tamafto A A {UM-3} duran unas 8 horas de uso continue. 
Dos batenas alcalinas secas de tamano AA IAM-3) duran unas 22 horas de uso continue. 

TEMPERATURA DE USO; 0°C - 40* C 

DIMENSIONS: 24,6 mm ai. x 84 mm an. x 145 mm Ig. 

PESO; T72 g incluyendo las batenas. 





m 


CARE OF YOUR NEW 
ELECTRONIC CALCULATOR 

The calculator is a durable, precision-made in¬ 
strument which will provide you with years of 
trouble-free service. 

To help ensure this we recommend that the 
inside of the calculator not be touched. It is 
also inadvisable to subject the calculator to 
hard knocks, drops, and unduly strong key 
pressing. 

Extreme cold (below 32° F or Q°GT heat (above 
l04 a F or 40°C) and humidity may also affect 
the function of the calculator. When you do 
not use the calculator for a long period, take, 
out the batteries to prevent damage if the 
batteries leak. Special care should be taken 
not to leave the dead batteries inside the cal¬ 
culator. Please make sure you switch off the 
power when you finish your calculations or 
intend to open the cover to change batteries. 
Should the calculator need service, take the 
unit to the store where purchased or to a near¬ 
by dealer. 


CUIDADO DE SU NUEVO 
CALCULADOR ELECTRONICO 

Ei calculador es un instruments de precision 
duradero que Is brindara a Vd. ahos de serv’tcio 
sin problemas. 

Para asegurar lo dicho, le recomendamos que 
no toque el interior del calculador. No e$ 
aconsejable tampoco exponerlo a fuertes 
golpes, cafdas, o ejercer excesiva presion sobre 
las teclas. 

Frto extreme (inferior a O c C), calor (superior 
a 40°C) v humedad pueden tambien afectar 
el funcionamiento dei calculador. Cuondo no 
vaya a usarlo por un largo perfedo de tiempo, 
siquele las baterias par aprevenir los danos 
que causan sus fugas. Ponga especial atencton 
a no dejar dentro baterfas muertas. No deje de 
apagar el cafcuador una ve* terminados Ids 
ealcuios o se dispone a abrir la tapa del porta- 
baterfas para reemp/azarlas. 

En caso de que el calculador necesitara servirio, 
flevefo a la tienda donde lo compro o a un 
concesionario cercano. 



